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This Bill is NOW due and MUST be paid within 


TEN DAYS, at Office of Receiver of Taxes, Room 
to2, City Hall, Broad and Market Streets. 
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READ. 
This Bill is NOW due and MUST be paid within TEN DAYS, at Office of Receiver of Taxes, 
Room 102, City Hall, Broad and Market Streets. 


Department of Public Safety. 
Bureau of Boiler Inspection, 
Philadelphia, 

August 4, 1896 


No. 1377 

M. United States Mint 

Juniper & So Penn Square 

To the City of Philadelphia, Dr. 


To Inspection of Three Boilers July 13th 1896 with 60 Square Feet of Grate Surface, as per 
Treasurer check no. 646 487 $21.00 


Received Payment, Singed Thomas J. Hobbs 
Dispersing Clerk 


S. Mehaffey 


Jas. F. Morrison 
Chief Clerk Rec. of Taxes 


(Highr) 


Noted 
MacL 
Aug. 4/96 


[Noted on back of letter:] 


June 30 — 96 
Voucher 


Signed Dupl. Voucher 
July 17 96 — 

Sup. Architects 

Treas. Dept. 


